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□ The attached is sent in accordance with your request 

a For your information and consideration - Original of grant 
proposal from Drs. Janoff and Laskowski 

□ Attached is a check for 

□ Returned for reasons listed below 

□ No reply necessary 

Gordon Research Conferences 
Pastore Chemical Laboratory 

University of Rhode Island ® If additional copies of this proposal are required, please 

Kingston, Rhode Island 02881 contact Dr. Laskowski. Thank you. 

(401) 783-4011 
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ALEXANDER M. CRUICKSHANK 
DIRECTOR 


Alexnader M. Cruickshank, Director 





